MINUTES OF THE MAY31ST, 2011 
ARLINGTON BOARD OF ASSESSOR'S MEETING 

The following minutes have been recreated based upon the recollection of then serving members of the 
Board of Assessor's. The original minutes and/or notes for the creation of minutes could not be located. 


The meeting was called to order by Kevin Feeley at 6:00pm. Also present: Board Members Mary 
Winstanley O'Connor, James Doherty and Robert Greely, Director of Assessments. 

Minutes 

Motion was made by James Doherty to approve the minutes from April 25, 2011. Mary 
Winstanley seconded the motion and was voted unanimously. Minutes approved. 

Discussion of DOR. IGR and Bulletins 

No discussion 

Replacement of Director of Assessments 

The Chairperson reported to the Board on the progress of the search for the Director's position. 


Kevin Feeley made a motion to enter into Executive Session at 6:30pm. Mary Winstanley 
O'Connor seconded the motion. A roll call vote was taken and the motion was voted unanimously. 

Respectfully submitted. 


Robert Greeley 
Director of Assessments 




